Indian Oil Corporation Limited 


COVER NOTE:I2732440048528 


Registration Reference 
No. 


12732440048528 


Registration Date 


06-03-2019 


Bank Account No 


456410110007519 


Bank IFSC Code 


BKID0004564 


Bank Branch 


A/c Holder Name 


ASHFAQUEALAM 


Consumer ID 


7000000085292000 


Consumer Name 


ASHFA QUE. ALAM 


Consumer Mobile No 


9852600526 


Distributor Code 


273244 


Distributor Name 


BANDA INDANE GRAMIN 
VITRAK 


District 


PATNA 












































